DEPARTMENT OF THE ARMY 

US ARMY INSTALLATION MANAGEMENT COMMAND 
HEADQUARTERS, UNITED STATES ARMY GARRISON, DUGWAY PROVING GROUND 

DUGWAY UT 84022-5000 

REPLY TO A 
ATTENTION OF 

IMDU-HRA 3 May 2016 


Mr. Ben Winslow 

MuckRock 

DEPT MR 23606 

411A Highland Ave 

Somerville, MA 02144-2516 


Dear Mr Winslow: 

This Freedom of Information Act (FOIA) action is in response to your request of 
A Field Comparison of Two Strains of Aedes Aegyptl Mosquitoes, Bellwether-IV Bio 580 
conducted at Dugway Proving Ground. The report contains contents which are still classified. As 
a result we are forwarding your request to our higher headquarters U.S. Army Test and 
Evaluation Command at: 

CSTE-SG/FOIA Officer 
US Army Test and Evaluation Command 
2202 Aberdeen Boulevard - Third Floor 
Aberdeen Proving Ground MD 21005-5001 





